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_ [SUBJECT ) 
TS-9485 SIGNAL TO NOISE RATIO IMPROVEMENT 


The followina Change will reduce the tendency of the Zener Diode in the Noise 
Blanker circuit to cause an increase in the ambient noise level. This change 
ensures that no current flows thru this diode in the normal ‘receive position, 
Parts required 

568 ohm 1/4 watt resistor ...+.. RDL4CB2E5619 

Procedure: 


On the IF UNIT (X48-1438-80) change R23 from 338 ohms to 568 ohms. 


This change will be incorporated in a models beginning with Bera ae number 
SB3XXXX, 


LF Umit 0¥%48-1430-00) 
Foil Side 


— 
- 


IF UNIT (X48-1430-00) 


2 cee required for this modification is 1 hour or less. (C) B82BB4TKCCLM 
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